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The report lists shipments of the Soviet-controlled 
Vienna transp ort firm Juschwneschtrana dminK the period from 19 May to 
2 June 1951 » | | not in a position to 

maintain regular coverage of Juschwneschtrans shipments from 1 to 19 May 
19511 As indicated in previous repor ts of this aeries* because of circum 
stances | I coverage of Juschwneschtrans shipments 

is not complete „ but | I has covered most of the export shipments 

from Austria to Hungary and Rumania and most of the transit shipments,, 


X„ Export Shipments Handled by Juschwneschtrans 
&, Shipments to Hungar y 

5^,700 kilograms of felt from Aktiengesellschaft der oesterreichischen Fezfabriken* 
Vienna VX 3 Getreidemarkt 1, to Hungarotex, Budapest* 

2 carloads of rags* weighing a total of 23 tons* from Bunzl & Biach Vienna 

XX j, to Hungarotex* Budapest,, 


4,000 kilograms of automobile motors from SI emens-Schuckert Siemens stras3e to 
Mogurt, Budapest, 

2? tons of generators from Siemens-Schuckert Si omens sir asse to Gy oeremufek, 
Gyoer 0 ' 


3,000 kilograms of slide valves from Teudlof f«Vamag A«G ri * Vienna XX (ategersdorf ) 5 
to Hikex, Budapest,. 

20 tons of pig iron billets from VOeST, Lins,* to Hasped, Hegyeshalonu 
18 tons of front axles from VOeS'f, Linz, to Masped, liegyeshaXomn 
43 tons of front axles from T? 0eST^ Linz, to Magyar Waggonfabrik, Gyoer* 


1,000 kilograms of molybdenum wire from "Watt" Gluehlampen-und JELektrlaitaets 4.G Cf 
Vienna XIX,, to Elektroimpex, Budapest * 
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3.000 kilograms of crankshafts from Steirische Gusatahlwerke A„G. to Mogurt. Buda- 

pest 0 a * 

4^900 kilograms of motors from Vereinigte Telephoiv-und Telegr&phenf&briks-A^G* 

Gzeija^ Nissl & Co s Vienna XX f to Elektroimpex, Budapest.; 

. 1,000 kilograms of injection pumps from Friedmann & tedar, Hallein. Salzburj? 
to Mogurt, Budapest, * 

b, Shipments to Rumania 

9,700 kilograms of lathe chuck* from Friedmann & Maier, Hallein, Salzburg, to 
Machinimport* Bucharest,, * 

3,600 kilograms of generators (Aggregate) from Dipl.-Ing Hltzinger & Co,. Una, 
to Energoimport^ Bucharest.. 

1.000 kilograms of saws from Franz Idpowsky, Saegen-und Maachinenraeeser-u,, 
Serkzeugfabrik, Vienna X, Quellenstrasse 55, to Maehinimport, Bucharest. 

5,100 kilograms of saw blades from Franz Idpowsky, Saegen-rund Maschinenmesser-u .. 
/erkzeugfabrik, Vienna X, Quellenstrasse 55, to IZachinimport , Bucharest., 

1,500 kilograms of saw blades from Franz Lipowsky, Saegen-und Haschinenmesser-u 
rterkzeugfabnk, Vienna X, Quellenstrasse 55, to Industrialimport, Bucharest; 

2.40° kilograms of electric motors from "Elin" *.G„ f uer elektrische Industrie, 
Vienna XIV, Penzingerstras.se 76, to Energoimport , Bucharest. 

1.000 pumps from "Luko' 1 Pumpen-, Motoren-Maschinenfabrik lng„ Ludwig Xozeschnik 
Vxennn Xi # Krausagasse 20, to lndustr , ialijnport 3 Buch&rssto 

5,300 kilograms of combination shears from VOeST, Linz, to Kaschinirnport, Bucharest 

23.000 kilograms of drilling eouipment from Mannesman n« -Trausl A„G. , Vienna XXI 

to Industrialimport, Bucharest. ’ 

31.000 kilograms of valves fro® Richard Klinger A„G„, Gumpoldskirchen, Lower 
Austria, to Petrolexport, Bucharest. 

5.000 kilograms of sheet metal from Schoeller-Bleckmarai Stahlwerke a.G, to 
Arad. 


18.000 kilograms of sheet iron from School ler-Bleckmann Stahlwerke A.-G to 
Metalimport^ Bucharest „ 

4 000 kilograms of sheet steal from Schoeller^Bleckm&nn Stahlwerke A 0 G 0 
Ternltz a/d Stidbahn, Lower Austria, to Energoimport, Bucharest., * 

11.000 kilograms of sheet metal from Gebr* Boehler & Co L A„G„ to TGAR in Arad 

Rumania. 3 


13*000 kilograms of sheet metal from Gebr, Boehler k Co, A r ,G* to mport 

Bucharest a ■ - t 

51*800 kilograms of steel bars from Gebr., Boehler & Q 0 A.,G a to Metalimoort 
Bucharest, i 


19*000 kilograms of steel bars from Gebr,, Boehler & Co a.,G^ to TGAR -in Arad 
Rumania o 


2.,300 kilograms of steel bars from Gebr. Bo abler & Co.. A,G, 
to Metalimporfc, Bucharest,, 


Kapfenberg, Styria, 


4,000 kilograms of shearing knives from the Xbbatalwerke of Gebr, Boehler & Co, 
to iechnoimport, Bucharest, 


2,000 kilograms of iron rings from Gebr, Bo shier it Co 
Styria* to Technoimport , Bucharest ^ 


A.,G, ilapxenb erg* 


i^OO kilograms of steal wire from Gebr, Boehler & Go . A , G, , Kapfenberg, Styria, 
to Metalimport, Bucharest, *' ! 
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Transit Shipment s Han dled by Juschwneschtr ans 

5*500 kilograms of cotton yarn from Salma, Milan, to Hungarotex, Budapest 0 
1,200 kilograms of bakelita from Saima, Milan, to Machinimport, Bxichareeto 
1,200 kilograms of ball bearings from Salma, Milan , to Technoimport, Buchares 
5,600 kilograms of cocoa from Saima, Milan, to Prodexport, Bucharest 0 
6,900 kilograms of cocoa from Saima, Milan, to Prodexpori, Bucharest 0 
1,280 kilograms of pepper fi^om 5airna s Milan, to Prodexport, Bucharest « 
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